PRESENTATION FORM FOR GRAPHIC MATERIAL 


(Submit to HQ-O0/C In triplicate with process sheet attached) 


NUMBER OF 1TEMS AND CATEGORY (Stil! photographs, negatives, or slides) 


1 print 
1 clipping from unidentified magazine 


DESCRIPTION OF MATERIAL | 


DATE OF EXPOSURE 


The photographg of the Bhakra: Dam was taken locking upstream. 
Penciled notations show where the crest of. the dam will be 
at an elevation of 1700 feet, the stream elevation, 1150 ft 
and base elevation approximately 950 ft. 


The article entitled "The Hirakud Dam™ by R.kK.Seshadri. is from 
an unidentified magazine. 
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